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CONTROLS AND CONNECTIONS 




MPUT SWITCH. Selects correct input signal 
conditioning. 



MPUT JACK. Connects to guitar, synthesizer 
or other instrument. May also connect to 
instrument amplifier output. (Use the correct 
INPUT SWITCH setting for the source used.) 



FILTERS. Operate on balanced output to mixer 
when input is from an amplifier. Not used when 
input is from an instrument. 




OUTPUT (MPUT MULT J JACK. Output to amplifier 

or speaker, depending on setting of INPUT SWITCH 
(connected in parallel with input jack). 



GROUND LIFT SWITCH. The INSTRUMENT INPUT ground is 
tied to the Direct Box chassis. Pin #1 of the 
BALANCED OUTPUT connector goes to the chassis through 
the GROUND LIFT SWITCH. For proper operation of the 
ground lift switch do not connect Pin #1 to the shell 
of the BALANCED OUTPUT cable connector. 



BALANCED OUTPUT. This is a transformer isolated low 
level signal for connection to a PA or recording mixer 
microphone input. Pins 2 and 3, signal. Pin 1, shield. 
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